Possible epiphany

On the Lost tapes Bob said that one of the consoles on the main level was sawn off and removed but that there was no hole in the floor beneath where the console was. He said it was solid metal and there was not even a hole for a cable nor even for a pass through to where the amplifier emitter would be suspended underneath.

Bob also said that when he saw the emitter working in the lab there was no box nor console near it which makes me think that there was never anything more than the reactor and the emitter in the lab.

With the above facts in mind, it makes me think that the pipe like suspensions that were flexible were not wave guides at all but rather just directable suspension methods and that the power was picked up as Bob said by the emitters similar to the way that a receiver can pick up power from a Tesla coil. If this is the case then how was the emitter angled to whatever degree was necessary to stop the reactor from operating in the lab?

Also if the suspension pipes were not wave guides then why would wave guides be needed in the walls of The Craft and order to get the wave from the reactor up through the central guide and down to the consoles which Bob said were the actual amplifiers?
